E Parts identification 


U @ Turntable (SP-15) 


A @ Turntable platter 


i @ Turntable mat 


Power switch/pitch lock knob 


@ Center spindle 
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Start/stop button x ~—/ 


Digital speed indicator 


Pitch control button (—) 


Clear button 


Pitch control button (+) 


@ Digital pitch indicator 


@ Turntable base (SH-15B1) 


\ @ Dust cover 


1) Hinge 


® Armpanel 


@ Turntable base 


® Leg/insulator x4 


“Warning: To prevent fire or shock hazard, 
do not expose this appliance to rain or moisture.” 


an Dy cas 


@ System tonearm (EPA-500) 


Arm base/EPA-B500 
\ ® Gimbal suspension pivots (four pivots) 
@ Armiift @_Armunit mounting portion 
@ Base unit 
@ Armclamp 


@® Anti-skating control knob 


© Arm height adjustment ring 


© Cueing lever 
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© Armstand 
@ Arm unit/EPA-A501H @ Spacer — DS 
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G = ¢ Dynamic damping weight 
@ Tubular arm ; 
@ Stylus pressure adjustment ring 
@ Headshell 
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7 
_— 
= 
——— 


@ Stylus pressure gauge/SH-50P1 


@ LED lamp @® Zero adjustment knob 
a = Bik 
@ Power switch _ ; ® Gain adjustment knob 
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‘ ’ a) Stylus tip set position 
® Indicator - @ Sty pe 


